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GLOEKLER REFRIGERATORS 
FOR GROCERS 

A RE built with particular attention to the needs of this kind 
I \ of store. A Grocer's Refrigerator must be odorless and 
clean and should be constructed so as to attractively 
display his stock. It should be able to forcefully but silently call 
attention to its contents, to aid in the sales of the store like a well- 
trained demonstrator. 

It is with these ideas in view that we have adopted the 
different designs, such as are shown herein. 

Cold dry air, constantly in circulation, preserves your food 
products and keeps them fresh, firm and palatable. There is no 
"musty" smell about Gloekler Refrigerators. They are assets to 
your business and an addition to your selling force, as well as an 
absolute necessity. 



Grocer's 

Refrigerator 

G-2 



A handsome, well-made Refrigerator, 
furnished in golden oak with nickel-plated 
or brass hardware. 

Has two butter or lard compartments, 
and two display compartments in top 
fitted with steel slat shelves for print 
butter, milk, cream, etc. The large stor- 
age compartment in the bottom will con- 
tain a considerable reserve stock. 

Ice is placed in Refrigerator by a side 
door at the top and the display compart- 
ments are in front of the ice chamber. 

Size, four feet wide, seven feet high, 
three feet four inches deep. 
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Grocer's 

Refrigerator 

G-3 



Similar in material and con- 
struction to G-2, shown on preced- 
ing page, but with three compart- 
ments instead of two. Has three 
roll-top display compartments 
and a bottom storage which will 
allow for a large reserve stock. 
Display compartment at top for 
print butter, etc. 

Size, five feet wide, three feet 
four inches deep, seven feet high. 



Grocer's 
Refrigerator 

G-4 1 

Is similar in material and con- 
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struction to styles No. G-2 and jj 
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No. G-3, shown on preceding pages. jU^^KKKB^EftjA 

but is twice as large. ^y ^^y ^j ^^m 

It has four butter or lard display M / B / \K / K / j^M 
compartments, four top display ^^S^^t-*— » wjE_ 
compartments and a bottom stor- -^= WESSm^&^L 




extra reserve stock. 

Size, seven feet four inches wide, BHbH 
seven feet high, three feet four 
inches deep. 









Grocer's 
r Refrigerator 

G-904 

A very attractive design which 
meets with great favor in many 
stores. Ices at the top side. Has 
two butter or lard compartments 
with sliding display doors, and 
two large storage compartments 
in the bottom. Shelves above 
the butter rests add to the display 
and storage space. Made of 
choice selected oak. Opalite panel 
in top. 

Size 

G-904-1. Six feet wide, two 
feet six inches deep, ten feet high. 

G-904-2. Eight feet wide, two 
feet six inches deep, ten feet high. 
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Grocers 
Refrigerator 

G-905 



Similar in design, material and 
construction to G-904, described 
on preceding page, but with three 
butter or display compartments 
and three storage chambers in- 
stead of two, as in G-904. 
Size 

G-905-1. Ten feet wide, two 
feet six inches deep, ten feet high. 

G-905-2. Twelve feet wide, 
two feet six inches deep, ten feet 
high. 







Grocer's 
Refrigerator 

G-903 



One of the most attrac- 
tive designs in our line, it 
affords an unusual amount 
of display space. Has four 
butter or lard compart- 
ments, with shelves above 
the tub holders, and four 
display compartments 
fitted with shelves in the 
bottom. Galvanized lined, 
and ices at either or both 
ends. 

Made of choice selected 
oak. Size, ten feet wide, 
three feet deep and ten feet 
high. 




Grocer's 
Refrigerator 

G-100 



Ices at top front. Ice doors are 
fitted with beveled mirrors which 
add greatly to its attractive ap- 
pearance. Has one butter and 
one display compartment below 
the ice chamber and two storage 
compartments in the bottom. 
Wood or galvanized iron lined. 

Made of carefully selected oak. 
Size 

G-100. Four feet two inches 
wide, two feet six inches deep, 
six feet four inches high. 

G-300. Five feet four inches 
wide, two feet six inches deep, 
seven feet high. 



Grocer's 

Refrigerator 

G-4132 



One of our most attractive 
models in a large Refrigerator. 
Ices at side top and has three dis- 
play compartments for print 
butter and small articles in front 
of the ice chamber. Has one 
display and two butter compart- 
ments below, and three large 
storage compartments in the 
bottom. Wood or galvanized iron 
lined. 

Made of finest selected oak. 
Size, seven feet wide, two feet eight 
inches deep, seven feet high. 





Grocer's 

Refrigerator 

G-4133 



Has three large display compartments 
fitted with shelves, affording a fine 
opportunity to display goods. Shelves 
are removable, so that larger articles 
can be placed in the Refrigerator if 
desired. Wood or galvanized iron lined. 

Made of selected oak. 

Size, five feet wide, two feet six inches 
deep, six feet six inches high. 



Grocer's 

Refrigerator 

G-500 

An attractive Refrigerator which 
combines storage and display fea- 
tures to an unusual degree. Has 
large compartment on the left 
fitted with hooks and shelves, 
and one butter and one storage 
compartment on the right. Ice 
doors fitted with handsome bev- 
eled mirrors. Wood or galvan- 
ized iron lined. 

Size 

G-500. Five feet four inches 
wide, two feet six inches deep, 
six feet four inches high. 

G-550. Five feet four inches 
wide, two feet six inches deep, 
seven feet high. 
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Grocer's 
Refrigerator 

G-900 

One of our most attractive 
designs. We call special at- 
tention to the great amount 
of display space, seven com- 
partments being fitted with 
display glass doors. 

The sliding butter rest au- 
tomatically seals the ice cham- 
ber when pulled out, so that 
there is no loss of refrigerating 
value through the entrance of 
cold air into the box. 

Three of the display com- 
partments are fitted with 
shelves, while the bottom 
chamber extends across the 
whole Refrigerator, affording 
storage for an extra large 
reserve supply. 

Made of selected oak; wood 
or galvanized iron lined. 

Size, seven feet six inches 
wide, two feet six inches deep, 
six feet four inches high. 



Grocer's 
Refrigerator 

G-901 



A popular and serviceable front-icing 
style. Has four display compartments, 
one of which is fitted with rest for butter 
tub and an attractive beveled mirror is 
placed in the ice door. 

Is finished in golden oak with brass 
hardware. This is one of our best moder- 
ate-priced designs and is roomy yet com- 
pact, taking up but little floor space. 
Particularly suitable for a store where 
the floor space is limited. Wood or gal- 
vanized iron lined. 

Size, four feet three inches wide, two 
feet six inches deep, six feet four inches 
high. 





Grocer's 
Refrigerator 

G-807 



Is well adapted to both 
storage and display pur- 
poses. Has two storage 
compartments with display 
panels in the doors, which 
are fitted with hooks and 
shelves. 

Made of selected oak. 
Wood lined. 

Size, ten feet wide, five 
feet deep, eight feet high. 



Grocer's 

Refrigerator 

G-3806 



Made of finest quality 
selected oak, insulated by 
the Gloekler method I 1.^ 

two display compartments 

Ice door at top. Wood 
lined. 

Compartment on left i> 
fitted with both hooks 
and shelves and this K< 
frigerator offers a m D I <■ 
storage space for medium 
stores. 

Size, six feet wide, four 
feet deep and m \ t n leel 
high. 





Grocer's 
Refrigerator 

G-809 



Similar in style to G-811, but 
without the door in the lower 
center front. Has one full-height 
compartment and two smaller 
storage compartments. Fitted 
with hooks and shelves. Wood 
lined. 

Made of selected oak. 

Size, seven feet wide, three feet 
six inches deep, seven feet high. 









Grocer's 
Refrigerator 
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Made of finest selected oak. 
Has four storage compartments, 
one extending full height of the 
Refrigerator. Is fitted with hooks 
and shelves for storage purposes, 
and is a practical and efficient 
Refrigerator for general use. Wood 
lined. 

Size, seven feet ten inches wide, 
three feet deep, seven feet high. 
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Grocer's 

Refrigerator 

G-150 



Has three storage compart- 
ments with ice chamber at left 
top. Each storage chamber fitted 
with removable metal shelves. Gal- 
vanized lined throughout. 

Made of selected oak, and very 
well adapted for smaller stores. 
Size 

G-150. Three feet six inches 
wide, two feet two inches deep, 
four feet eight inches high. 

G-160. Four feet wide, two 
feet two inches deep, five feet 
four inches high. 

G-165. Four feet four inches 
wide, two feet six inches deep, 
five feet seven inches high. 

G-175. Four feet nine inches 
wide, two feet six inches deep, 
six feet four inches high. 






















Grocer's 

Refrigerator 

G-122 
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A special design for rooms with 
low ceilings. Built of yellow pine. 

Display window has three lights 
of A. D. S. glass. Mirror panels 
at either side. 

Can be made four feet or more 
wide, any depth over six feet, 
seven feet or more high. 
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Grocer's 

Refrigerator 

G-812 



Made of selected oak, 
and affords ample storage 
space for medium size 
stores. Has ice chamber 
in center top, and five 
storage compart- 
ments, each fitted with 
removable metal shelves. 
Refrigerator is galvan- 
ized lined throughout. 
Size 

G-812. Six feet wide, 
two feet six inches deep, 
six feet four inches high. 

G-8120. Seven feet 
six inches wide, two feet 
six inches deep, six feet 
four inches high. 





Grocer's 

Refrigerator 

G-60 



A design which can well be 
used in smaller stores. Has two 
galvanized-lined storage compart- 
ments fitted with metal shelves. 
Ices at front top. 

Made of selected oak in the 
following sizes: 

G-60. Three feet four inches 
wide, two feet one inch deep, 
five feet one inch high. 

G-70. Three feet nine inches 
wide, two feet three inches deep, 
five feet five inches high. 



Gloekler Counters 

A RE built primarily with the object of giving long and satis- 

Z.A factory service. To this feature we add such designing as 

will make them attractive as well. 

We manufacture both the plain and refrigerator counters. All 

plain counters can be fitted with the counter protection shown on 

page 36. 

The Gloekler Sanitary Refrigerator Counter is the latest word 
in counter perfection. A busy store cannot afford to overlook this 
style, as it means many extra sales in rush hours by having choice 
cuts temptingly displayed and as fresh in appearance as though 
direct from the refrigerator. They will increase your delicatessen 
business twenty-five per cent. 

We would appreciate an opportunity of estimating on the re- 
quirements of your store. 



Gloekler Marble Top Counter B-202 




One of our designs in Grocers' Counters built with either marble or Opalite 
glass top with Opalite glass panels. Metal feet raise this counter six inches 
from the floor. 



Gloekler Plain Counter G-402 




R* G-402. A Plain Counter, finished in eithe 

to order in any length. We make all sorts of Sto 

B-403. Same Counter with marble top. 



golden oak or yellow pine. Made 
e Fixtures for any purpose. 



Gloekler Display Case "A" 




Made in golden oak finish. Has bevel plate glass top, double-strength glass in front, ends and rear doors. 
Doors fitted with ball-bearing sheaves. Shelves of hard wood ten and twelve inches wide. Adjustable 
brackets. Three-ply veneer bottom. Length four, five, six or eight feet. Height forty-two inches. Depth 
twenty-four inches. 



Display Case No. 75 
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Shel^tt^ d 13 ^^^ Can J 56 ^ d ^ any "^K iT?' ^'^^P^M-^&XM 
Shelves fitted on adjustable supports. Sliding doors with ball bearing sheaves. Base 10 inches wide of, darj* 
marble. Metal corner clamps. 26 inches wide. 42 inches high, 6, 8 or 10 feet long. *W<^fl#W! 



Gloekler Refrigerator Counter B-159 




A design particularly attractive in appearance. Ice compartment in cent 
Mirror front to ice compartment. Display tops, sides and front. Marble bas 
forty inches high. Made eight, ten or twelve feet long. 



Slatted mesh steel shelves. 
Size, twenty-six inches deep, 




Refrigerator 

Counter 

B-155 



Made of < 



• finish, 



front ends of case. Mirrors or wood 
panels in ends. Counter case can be 
furnished separate if desired. Counter 
shown has Opalite glass panels in front 
and marble top. Ice tanks placed at 
ends of case. Sliding glass doors. 
Twenty-six inches deep, forty inches 
high. Length, eight, ten or twelve feet. 



Refrigerator 
Counter 

B-158 

Plate glass top. Counter, 
Opalite glass on front and ends. 
Counter marble top. Counter 
case can be furnished separate if 
desired. Can be fitted with coils 
for mechanical refrigeration if de- 
sired. Thirty inches deep, forty 
inches high. Length, six, eight or 
ten feet. 




Refrigerator 

Counter 

B-154 



Made of oak any finish desired, 
has wire mesh shelves, A. D. S. 
glass in front and back; plate glass 
top. Sliding doors. Opalite glass 
panels on end and front of icing 
tanks. Twenty-six inches deep, 
forty inches high. Length, six, 
eight or ten feet. 





Refrigerator 

Counter 

B-153 



Display counter made for ic- 
ing. Ice cans in center. Has A. D. 
S. glass in front and on ends. Top 
of heavy plate glass. Wire mesh 
or slatted shelves. Made of oak 
any finish desired. Twenty-six 
inches deep, forty inches high. 
Length, six, eight or ten feet. 




Gloekler Counter Display Protection G-157 
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Gloekler Dis- 
play Counter 
Protection is 
simple, effi- 
c i e n t and 
practical and 
adds to the 
appearance of 
the store. 

It allows 
ample display 
and while the 
glass extends 
over the top of the counter sufficiently to pre- 
vent handling of foods it does not interfere with 
the work of the clerk. 

In many cities Counter Protection is com- 
pulsory, and should be. Install protection of 



Division Bracket 



this kind in your store 
and mark yourself as 
one of the progressive 
dealers of your city. 
We furnish counter protection separate from 
the counter, or complete counters if desired. 

The end brackets have an arm which extends 
back on the counter and holds the glass firmly 
in place. Brackets are fastened to the counter 
by screws and can be adjusted in a few minutes. 
Top glass is held in place by screws in the top 
arms. The front glass rests in sockets in the 
division brackets. Can be furnished in any 
lengths. We will be glad to figure on your 
requirements. 



Poultry and Fish Chests 




B-130. A our compartment Poultry m ,.|, ,„„ f, tl |„ U r 

chat; height (back) tin.. 

B-132. iUWll— 11 Lngtfc tWO l"l lour mc lira; height. 

' Im oak. 
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Fish and Poultry Chests 




K-838. A Fish and Poultry cabinet with two compartments and two sliding doors which may be lifted out. 
Lined with galvanized iron, with wood ice racks, and drained at the end. Size, three feet high, two feet six inches 
deep; five feet six inches wide. 

K-839. One compartment; size, thirty-five inches high, two feet deep; three feet four inches wide. 

Any size will be built to order. 



